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CONFIDENTIAL OECD PARIS 31153 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, PL, US 

SUBJECT: US ELECTRONIC TEST EQUIPMENT TO POLAND - 
IL 1529 

REFS: A. COCOM DOC. (74) 2581 (STATE 281931, OC DOC. 

5171) 

B. OECD PARIS 31019 

1. WITH SUPERB COOPERATION FROM SECRETARIAT AND OTHER 
DELS, THIS CASE HAS BEEN APPROVED IN WHAT MAY BE RECORD 
TIME. 

2. IN GIVING HIS APPROVAL ON SAME DAY HE RECEIVED REF 
A. UKDEL EXPRESSED HIS AND HIS AUTHORITIES' HOPE 
THAT US WOULD BE SIMILARLY COOPERATIVE IN CLEARING 
FUTURE UK URGENCY CASES. IN THAT HOPE USDEL FERVENTLY 
JOINS. 

TURNER 
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